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Contract Ho. HF-6701 
Amendment Ho. 5 


General Precision Laboratory, lac. JUN 2 3 1958 

63 Bedford Hoad 
Pleaeoatville, Hew York 

Geatl«*en: 

1* Reference is made to Contract Ho. HF-6701 dated 
38 June 1957 j as amended.. 

2. In view of the fact that a magnetron having a minimum 
life of 200 hours is now available la lieu of a thirty (30) 
hour magnetron as presently contracted for, this contract is 
ame n ded as follow; 

A. Line Item 300 of Exhibit "A* of Item Ho. 8 of 
AfFJBtSXX X Is deleted in its entirety and the 
following is substituted therefor: 





Total on 

Unit 

Total 

WA' k 

r\ “XteK Ho. fart Ho. 

Description 

Order 

Price 

Price 

_ 3Q&U. 6411-241 

O 

Magnetron (Litton 
Xnds.) L-308I 

3 

774.62 

2,323.86 

ijjK^ £ 

V. 20 <S.t 

^ joo-a 130-7-1 

Magnetron L-3089 

1 

846,01 

846.01 


delivery: Complete June 1958” 

3. The above results in a net increase of $71*39 for 
Item No. 8 of APPENDIX X or a new target price of $26,291*95* 


STATINTL 


5. All other terms and conditions remain as written. 
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c m .... indicate your receipt of this Amendment So. 5 
to Contract Ho. BF-6701 and your acceptance thereof by «“<^ting 
the original and teo copies of this Amendment. Return toe 
executed original and one copy thereof to the undersigned and 
retain toe remaining copy for your files. 


Very truly years, 
tbs UNITED STATES OF AMERICA 


By. 

Contracting Officer 


STATINTL 


Acknowledged and Accepted, 
'T Bay of 


This 



1958 


Oeaer al Preqlaiop us^orstory, lac 



STATINTL 
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